TO  THE  CHAIKMA.Jti  AJs  D ImSUBSKS  UJ? 


THL  HAKDINGSTONE  RURAL  DISTRICT  COUNCIL. 


April  1919. 


Gentlemen , 

I beg  to  submit,  as  ae sirea  by  the  Local  Government  Board, 
a snort  report  for  the  year  1918. 

The  total  number  ol'  births  for  the  year  was  108,  of  which 
number  were  malfts  ana  52  females;  there  were  5 illegitimate 
0irth3.  This  total  number  of  births  i3  8 less  than  in  thft  preceding 
year  ana  much  toss  than  in  pre-war  y^ars,  wording  out  at  a ratio  of 
only  14  •!?  births  per  1000. 

The  total  number  or  deaths  was  1I8,  18  more  than  last  year. 

Of  tneae  ?9  were  maxes  and  females . Tnis  gives  a ratio  of  17.7 
deatr.s  p°r  loOo . .During  1918  the  District  has  unfortunately 
suffered  very  severely  from  influenza,  28  deatns  from  this  uauae 
being  notified.  2 deaths  from  nasi°3.  Pulmonary  Tuberculosis 
deaths  were  12. 

On  examining  the  ages  of  the  total  number  of  deaths  it  was 
found  that  14  were  between  30  and  90  years  of  age  ana  1 was  96 

1 

yaars  of  age. 

The  cases  of  infectious  disease  notified  were  as  follows:- 


easles 

10.5 

Scarlet  Fever 

2 

Diphtheria 

21 

Tuberculosis  of 

Lungs 

11 

Tuberculosis  of 

other  organs 

2 

..  easles  were  very  prevalent  at  Hardings  tone  ana  wootton,  a 
few  cases  only  were  notified,  from  other  villages.  Diphtheria  was 
confined  almost  entirely  to  Brafield,  where  there  were  13  cases 
with  one  u«ath ; most  of  the  cases  were  very  mild  and  probably 
infection  was  spread  Dy  very  mild  cases  which  were  not  seen  by  a 


- 
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Doctor.  No  other  cause  could,  be  found,  29  of  the  children's 
throat 3 were  examined  in  December  out h the  results  were  all  gegativ 
in  the  bacteriological  report,  no  carrier  of  Diphtheria  was  found. 
1 case  of  Scarlet  f°v°r  was  admitted  to  the  Hospital  from  the 
District.  3 were  admitted  from  the  Northampton  Rural  District, 
many  of  the  Schools  were  closed  for  varying  periods,  chiefly 
for  Influenza.  3 Schools  were  closed  twice  in  the  year. 

Brafield  schools  in  July  2 weeks  for  3cre  throats. 

in  October  <%  November  4 weens  for  Diphtheria  and 
Influenza. 

Hardingstcne  February  to  .April  for  measles. 

in  October  ana  November  for  Influenza. 

Collingtree  in  May  and  June  for  measles. 

in  October  and  November  for  Influenza. 

Roade,  Cast!0  Ashby,  Kackieton,  Denton  and  Great  Houghton  in 
October  and  November  for  Influenza. 


I oeg  to  submit  - r.  Harper's,  the  Sanitary  Inspector's, 


report  for  1913. 


Inspections . Notices. 


Dairies  and  Cowsheds  25 

Slaughterhouses  13 

Bakehouses  ip 

'ornshcps  12 

Filthy  houses  cleansed  & whitewashed  10 

Dilapidated  houses  repaired  4 

Drains  reconstructed  or  amended  13 

laden s and  ashpits  amended  13 

iddens  converted  6 

Cesspools  cl»an°d  out  2 

Defective  roofs  repaired  6 

Defective  floors  renewed  2 

Dangerous  wells  amended  2 

Rooms  disinfected  after  infectious  disease  2i 
Ditches  cleaned  out  2 


4 

2 

3 
1 

4 
2 

5 

6 
6 

4 

1 

2 


Sewage  Schemes,  owing  to  blockages  it  was  n°ce3sary  to  put  in 


an  additional  manhole  at  Col ling tree ; take  up  and  relay  a portion 
of  the  pipes  at  Hardings tone , una  twice  unblock  a portion  of  the 
sewer  at  Brafl»id,  at  the  last  named  place  the  3ewer  require  to 
b«  taken  up  and  reiaid,  otherwise  it  will  be  a constant  source 

of  trouble. 

-ater  schemes.  There  has  been  no  complaint  of  shortage  of  water 
during  the  year.  Owing  to  an  outbreak  oJ^Dlphtherla  19  samples 
of  water  were  ta  Ken  from  wells  in  Ml  ton,  0 samples  only  were 
good,  the  r«st,  14  in  number,  were  unfit  for  human  consumption. 
The  water  from  the  two  \ciilage  pumps  was  found  to  be  good. 
Leaflets  were  delivered  to  all  houses  concerned  warning  the 
peopi®  to  boil  the  water  before  using  the  sam®  for  drinking 
purposes . 

uffensive  Trades.  There  are  j>  in  the  District.  They  have  been 
regularly  visited  throughout  the  year  and  no  complaints  have 

been  made. 

Plans  for  tne  erection  of  i house  (which  has  not  been  carried 
cut)  and  4-  plans  for  alterations  and  auditions,  new  drains,  v.c.s 
and  lavatories  have  been  passed  by  the  Council  during  the  y®ar. 


Yours  faithfully 


edical  Officer  of  Health. 
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